JOURNEY FROM SOOR TO ACRE.
of another hill to pass through it, and after"
exhibiting several noble portions of lofty arches
in an excellent style of building, it discharged
its waters without the walls of Acre, where, at
the present moment, it was undergoing some
repairs close to the city. The character of this
work differed materially from that of the aque-
duct near Tyre. But though inferior to it in
execution, it was greater in extent, as there
were here not less than five hundred arches, and
the whole was carried over uneveft ground* It
resembled in its construction the aqueduct which
supplies the citadel of Cairo with water from the
Nile, at Masr-el-Atik, and, like it, I should
conceive it to have been "a Saracenic work of
the age of the Khalifs. Maundreli's silence
respecting it, when the minute fidelity of his
topographical notices are considered, would
almost have induced me to suppose that it did
not exist in his time, were it not that there
is a still greater difficulty in believing the
Turks of the last century to have been the
projectors and executors of such an undertaking*
We could collect no positive information on the
subject from any one of whom we enquired,
but merely that it was old; and all that we
ourselves could testify was, that by whomso-
ever it might have been built, it was a useful
and a well finished work.